284     NONDOCKETED ITEMS

9203240301 Forwards "PRA Individual Plan Exam" summary rept,in response to Gener-
ic  Ltr 88-20,  "Individual Plant Exam for Severe Accident Vulnerabilities." Rept
organized.per NUREG-1335, "Individual Plant Exam Submittal Guidance."
SIEBER.J.D. Duquesne Light Co. GL-88-20. 92/03/17. Document Control Branch
(Document Control Desk). 2pp. 61180:292-61183:120.

9203250274 NUREG/BR-0056 V08 N1 ITS NEWS.Volume S.Number 1.
* Information Technology Services Branch. 92/02/01. 20pp, 61087:134-61087:153.

9203250277 NUREG-043Q V11 LICENSED FUEL FACILITY STATUS REPORT.Inventory
Difference DataJuly 1990 - June 1991 .(Gray Book II)

JOY.D., BROWN.C, Office of Nuclear Material Safety & Safeguards. 92/03/31. 18pp.
61087:154-61087:173.

9203250282 NUREG/CR-5842 GASTROINTESTINAL ABSORPTION OF
PLUTONIUM.URANIUM, AND NEPTUNIUM IN FED AND FASTED ADULT
BABOONScAPPLICATlON TO HUMANS.

BHATTACHARYYA, LARSEN.R.P., OLDHAM.R.D. Argonne National Laboratory. FIN
A-2218. ANL-92/8. 92/03/31. Division of Regulatory Applications (Post 870413).
59pp. 61087:277-61087:337.

9203250286 NUREG/CR-4554 V01 R1 SCANS (SHIPPING CASK ANALYSIS SYSTEM)
A MICROCOMPUTER BASED ANALYSIS SYSTEM FOR SHIPPING CASK DESIGN
REVlEW.User's Manual To Version 2a (Including Program Reference).
GERHARD.MA, TRUMMER.D.J., JOHNSON.G.L Lawrence Uvermore National Labo-
ratory. FIN A-0291. UCID-20674. 92/02/29. Division of Safeguards & Transportation
(Post 870413). 200pp. 61088:025-61088:231.

9203250288 NUREG/CR-4554 V03 R1 SCANS (SHIPPING CASK ANALYSIS SYSTEM)
A MICROCOMPUTER BASED ANALYSIS SYSTEM FOR SHIPPING CASK DESIGN
REVIEW.Theory Manual (Lead Slump In Impact Analysis And Verification Of Impact
Analysis).

CHUN.R.C., LO.T., MOK.G.C. Lawrence Uvermore National Laboratory- FIN A-0291.
UCID-20674. 92/02/29. Division of Safeguards & Transportation (Post 870413).
100pp. 61087:174-61087:276.

9203250297 NUREG/CR-4627 RQ2 GENERIC COST ESTIMATES.Abstract From Ge-
neric Studies For Use In Preparing Regulatory Impact Analyses.
SCIACCA.F. Science & Engineering Associates, Inc. FIN D-2512. SEA87-25308-A:2.
92/02/29.   Division  of Regulatory Applications (Post 870413). 41pp.  61087:338-
61088:024.

9203250301 NUREG/CP-0121 AGING RESEARCH INFORMATION CONFERENCE -
ABSTRACTS OF PAPERS.

BERANEK.A. Division of Engineering (Post 870413). 92/03/31. 87pp. 61086:162-
61086:250.

9203250305 NUREG/CR-5775 QUANTITATIVE EVALUATION OF SURVEILLANCE
TEST INTERVALS INCLUDING TEST-CAUSED RISKS.

KIM.I.S., MARTORELL.S., VESELY.W.E. Brookhaven National Laboratory. FIN A-3230.
BNL-NUREG-52296. 92/02/29. Division of Systems Research (Post 880717). 77pp.
61086:251-61086:326.

9203250310 NUREG/GR-0005 V01 RISK-BASED INSPECTION - DEVELOPMENT OF
GUIDELlNES.General Document.

*  American Society of Mechanical Engineers. FIN G-1107. CRTD-VOL.20-1. 92/02/
29. Division of Engineering (Post 870413). 171 pp. 61086:327-61087:133.

9203250318 NUREG-0386 D06 R01 UNITED STATES NUCLEAR REGULATORY COM-
MISSION STAFF PRACTICE AND PROCEDURE DIGEST.Commission.Appeal Board
And Licensing Decisions.July 1972 - March 1991.

*   Office of the General Counsel  (Post 860701). 92/02/29. 700pp. 61088:232-
61090:239.

9203260011 Comment supporting proposed rule 10CFR51 re environ review for renewal
of OL.

SCHMIDT.L. New Jersey, State of. 56FR47016 00096. 92/03/16. Docketing & Serv-
ices Branch. 7pp. 61083:021-61083:027.

9203260056 Comment supporting proposed rule 10CFR51 re requirements environ
review of applications to renew OLs for nuclear power plants & GEIS supporting
amends.

YOUNG.W.H. Energy, Dept. of. 56FR47016 00099. 92/03/13. CHILK.SJ. Office of the
Secretary of the Commission. 1 p. 61083:120-61083:120.

9203260097 Forwards insp rept 50-458/92-05 on 920119-0229.No violations or devi-
ations noted.

BEACH.A.B. Region 4 (Post 820201). 92/03/23. DEDDENS.J.C. Gulf States Utilities
Co. 4pp. 61083:156-61083:184.

-9203260104 Insp rept 50-458/92-05 on 920119-0229.No violations noted. Major areas
inspected:folfowup on LERs & on TMI action plan (NUREG-0737) items.onsrte follow-
up of events,operational safety verification.maint & surveillance observations.
HARRELL.P.H.  Region 4 (Post 820201). GL-89-06. 92/03/20. 25pp. 61083:159-
61083:184.

9203260222 Rev 0 to Procedure App I, "NUREG-0654 Crossreference" of site emer-
gency plan.

* Consumers Power Co. 92/03/18. 6pp. 61165:064-61165:069.

9203270007 NUREG/CR-5535 V05 RELAP5/MOD3 CODE MANUALUser's Guidelines.
FLETCHER.C.D., SCHULTZ.R.R. EG&G Idaho, Inc. FIN A-4682. EGG-2596. 92/01 /
31. Division of Systems Research (Post 880717). 350pp. 61100:146-61101:160.

9203270010 NUREG/CR-5856 IDENTIFICATION AND EVALUATION OF PWR IN-
VESSEL SEVERE ACCIDENT MANAGEMENT STRATEGIES.
DUKELOW.J.S. Battelle Memorial Institute, Pacific Northwest Laboratory.
HARRISON.D.G. Jason Associates. MORGENSTERN.M. Battelle Human Affairs Re-
search Centers. FIN B-5996. PNL-8022. 92/03/31. Division of Systems Research
(Post 880717). 114pp. 61115:111-61115:213.

9203270017 NUREG/CR-5762 COMPREHENSIVE AGING ASSESSMENT OF CIRCUIT
BREAKERS AND RELAYS.

GLEASON.J.F. Wyle Laboratories. FIN D-2004. WYLE 60101. 92/03/31. Division of
Engineering (Post 870413). 300pp. 61101:211 -61102:134.

9203270025 NUREG/CR-4667 V13 ENVIRONMENTALLY ASSISTED CRACKING IN
LIGHT WATER REACTORS. Semiannual Report,April-September 1991.
KASSNER.T.F., RUTHER.W.E., CHUNG.H.M. Argonne National Laboratory. FIN A-
2212. ANL-92/6. 92/03/31. Division of Engineering (Post 870413). 48pp. 61101:161-
61101:210.

9203270098 NUREG-0750 V34 N06 NUCLEAR REGULATORY COMMISSION IS-
SUANCES FOR DECEMBER 1991. Pages 297-376.

* Division of Freedom of Information & Publications Services (Post 890205). 92/02/
29. 87pp. 61102:135-61102:221.

9203270144 Advises that Emergency Response Data Sys (ERDS) implementation plan
in util 911220 ftr acceptable.Formal sys testing as described in Steps 9 & 10 of ERDS
Transmission Reception PIan,App A to NUREG-1394 (Rev 1) required.
MILLER.C.L Project Directorate I-2. 92/03/19. KEISER.H.W. Pennsylvania Power &
Light Co. 4pp. 61166:070-61166:073.

9203270270 Forwards completed section 3.9 for each version of new std tech
spec-Changes from draft NUREGs 1430-1434 have been incorporated in accordance
w/comment resolution process.

GRIMES.C.I. Technical Specifications Branch. 92/03/16. BUSH.L Westinghouse
Electric Corp. 200pp. 61108:254-61109:083.

9203300054 Comment on proposed rule 10CFR51 re "Environ Review for Renewal of
OL," also endorsing NUMARC comments.

SCHNELL.D.F. Union Electric Co. ULNRC-2597. 92/03/18. CHILK.SJ. Office of the
Secretary of the Commission. 4pp. 61110:267-61110:270.

9203310197 Provides info concerning status of requirements associated w/NUREG-
0737,ltem III.D.3.4, "Control Room Habitability." All actions on sub] item were com-
plete as of May 1989 & item may be closed out.

BEARD.P.M. Florida Power Corp. 3F0392-07. 92/03/27. Document Control Branch
(Document Control Desk). 2pp. 61205:108-61205:109.

ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS

9201280359 Responds to 911219 Itr re continued concerns of A Gundersen about
safety & labor issues at Nuclear Energy Svcs facility. Review of Gundersen Itr has
identified no new safety issues. Analysis of eight concerns expressed encl.
TAYLOR.J.M.   Ofc   of  the   Executive  Director  for  Operations.   CCS.   92/01/16.
LIEBERMAN.J.I. Senate. 7pp. 60718:007-60718:014.

-9201280360 Forwards copy of Itr from A Gundersen re safety & labor issues at Nucle-
ar Energy Svcs facility in Danbury.CT. Requests review of correspondence indicating
that previous responses from NRC contain technical errors.

LIEBERMAN.J.I. Senate. CCS. 91/12/19. CARR.K.M. Commissioners (Post 750119).
4pp. 60718:011-60718:014.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEIN-90-025
S01. 92/02/18. Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-
60838:227.

9202110056 Suppl 1 to NRC info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEIN-92-002.
92/02/18. Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEIN-84-55.
92/02/24. Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). GL-88-17. 92/
02/25. Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). GL-89-10. 92/
02/26. Consolidated Edison Co. of New York, Inc. 11 pp. 60392:001 -60392:011.

9202240025 NRC Info Notice 92-018. "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). GL-86-10. 92/
02/28. Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEIN-92-004.
92/03/02- Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203020242 Notification of 920225 meeting w/ASME in Rockville.MD to discuss future
directions of ASME OM Code for testing of pumps & valves.

NORBERG.J.A. Mechanical Engineering Branch. 92/02/25. RICHARDSON.J.E. Me-
chanical Engineering Branch. 2pp. 60793:052-60793:053.

9203030376 Implements policies & procedures contained in NUREG/BR-0101, "Proce-
dures for Administration of Technical Assistance Contracts."

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 202. 91 /
12/23. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 60772:266-
60772:267.int Library (DPL) as re-
